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Exhibit No: 58-11 fo Contract: HF-CT-692 
Bate: September 16, 1958 
_ vrom: The Firewel Co., Inc... 
(Contractor) 
fo: M ate 25X1A9a 
peach (Contracting Officer) 
Item Part 
ne Shp No. Nomenclature... Qty... mit. Priee  ._.... . - Tatal Price eres 
L S621BL Pressure Suit 6 $866.20 
S/N 126,128,134,136, Sg 
137 and 140 
2 $621BL Pressure Suit 16 $511,48 ®8.183,6 
* 7,183.68 
61,63,65,66,67,71, $e, 
85,89,94,100,102, 
106, 108,115,139, 
and 142 
Belivery: As Soon As Poasible. 
Hes 2 CO 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 


_ § 13, 360.88 


25X1A9a 


_. SIGNED: 


(Contracting Officer) 
18 December 1958 Approved For ReleaSemeeesaasi6 


: CIA-RDP81B00878R00 50013@t2erractor) 


Contractor warrants prices ceamform to the 
price formula in effedt on date of this 
Exhibit. 


25X1A5a1 
SIGNED: 


